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his is indeed a period of cfplden opportunity for those who 
'would Li Ice to plan and build a home of their own. Never 
before has it been possible to obtain so much in home design, 
construction, comfort and convenience at the relatively .small 
investment now involved. 

Success in home planning^ and building is accomplish- 
ed through the exercise of taste and practical knowledge. 
Distinctive beauty, home comfort and utility are the products 
of broad understanding and architectural skill. Homes of 
pleasing and appealing architectural merit are not only a 
source of c£re at satisfaction white in service, but at all times 
maintain a community influence and hic£h re-sale value. 
The homes illustrated in this remarkable book, are of 
original design and charm. They were especially created for 
us by a highly specialized group of architects who have enjoyed 
a Lono^and most successful experience in home design mc^ and 
planning. Every design shown is true to type. These homes 
are not expensive, in fact their moderate cost will surprise you. 
Complete worlcmc^drauuincjs for each of these designs are 
available, specimens of which appear on pacjes 52 and 53. In 
usino; these plans the home builder will find that his home has 
been thoroughly studied. Modeled for architectural beauty 
planned for comfort and convenience, constructed for strength 
and durability. 

In the home you select there may be some change you 
would Like made~-a rearrangement of rooms or other features. 
It is a part of our .service to alter plans to meet your ideas and 
wishes. We will be c£lad to furnish any information desired. 

Please feel free to consult with us on any and all phases 
of your home building needs. Our broad experience and 
home building service are at your disposal. No obligation 
incurred. 

Come in and see us__or telephone or write and it 
will be a pleasure to make an appointment to suit your con- 
venience. Our materials are of the highest standard and 
we keep accurately informed on all trade conditions. 
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CONSTRUCTION C05T5 
For the convenience of those uuho immediately require the approximate buildinc* 
cost, the volume of cubic contents is c£ven with each home illustration 
ACTUAL C05T5 and full information will be gladly furnished at your convenience 
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Of Dutch Influence 










This home is all that the handsome picture conveys, 
A neat, unique and attractive zxtzoor u/iiK. loell- 
planned, comfortable rooms and special features 
for rnodzrn living- I ^-^ 



Dimensions 

5I2E0FMAIN &1/ILDING 34'G'V 26' 6". SIZE. OVER, all ^'g^OS'©" 
CEILING HEIGHT 15T. FLOOR SU". CEIUNS UEiGHY 2ND. FLOOR. 8'o' 
CEILING HEIGHT BASEMENT 7'O ft 



nil r~Tn 

i3te"»ii^ , "~~* ■■ 1 ■ *■ 




^^ Alternate exterior designed in fcn^Ltsh _ PLan &_ 

>^r%<l DL15IQN FQD A sEyLN^ nn^F^l 




^An English 





Attractive in exterior design _uj it h an interior planned 
for modern convenience and comfort. 

Dimensions 

5ize OF Main buiLOmq lA'crVzfi'o". Ceiling Height I&t. Floor 6'4-"- 

5»Z£Over All Z5'4 u x29'4"- Ceiling height 2nd.Floob. 7'io". 

Ceiling height basement 7b". 



r 



CUbIC CONTLNTS 

Main &uilding 

(G3oo Co. Ft, 
Poft-CM I7Q •• 

TOTAt- lG-47© « 




FlCST Flocp. Plan' 



Alternate exterior designed in Early American. Plan 6 



>rJr%< DE.SIGN FOR. A FIVE. R.QQM NOME | >^4^< 




KJgyil plIiE Ilarly Colonial '^m 
"^^'"^^^^^and Garage. J?gB 




! i'l i H ' ' 



1 1 



TX| 




HALL 



tfjIThe attached e$ara<g<z is con- 
xli/venient,yet the beaut if uL feat- 
ures of the Early Colonial have ^^ — ^\ >£ £ 
been effectively retained- ^^^JeT^tz . ^-^^ E-^—^^ * ? 

DIMCNT5ION5 

SIZE OF MAIN BUILDING 28'oV2€'o" 

SIZE OVER. All.... 47*oX364: 

CEILING HEIGHT 1ST. FLOOR. Q'g* 

CEILING HEIGHT -2ND. FLOOR.' "*."."" *rrO* vD 

CEILING HEIGHT BASEMENT.. '" y'o^ 



Second Floor. Plan 









Qj BAG El 
Uouse. 

22150 Co. Ft. =^J^= 
Garage <f FbRcw : — -- 
3 330 Cu. Ft. ~ " 
Total. F^=l 

354BO C «m^L 



j^te^_ 



Fireplace. And Bookshelves 



riR.STF LO op.- 
Pla« I PLoT 



ffira 



QE5IGN 





nJHB< 0E.5IGN FOR A FlV^ DOOM ttOMZ >^24a 





While the plans show a compact 
and modest size home, the 
rooms are larqle, well laid out 
and offer the maximum in com- 
fort and efficiency. 



Dimensions 

SIZE OF^\AIN BUILDING 24 O'x 2G'o! 

SIZE OVER ALL 2<5'0"X^2'S" 

CEILING HEISHT 1ST. FLOOR- 8'6". 

CEJLING HEIGHT 2ND. FLOOR- 7'lO" 

CEILING HEIGHT &ASEANENT. . .. 



J&AC 



Alternate. In French Design - Plan 6 . 




<F^<J QE.51GN fOCL A riVL ^ QOMJiQMLl^g^^ 



■■ 




A compact serviceable plan for this trim 
design. E^ven though this bungalow 
is characteristic of the smaller homes in the 
country, it never-thc-less is cgrooim^ in 
popularity in all sections. 



DIMENSION^ 

5IZ.E OF MAIN BUILDING... -4o'oV4r'©'! 

5IZEOVER. AUL -4 2bV44"0". 

CEILING HEIGHT 8*0. 

HEIGHT OF BASEMENT. 7*Ol 



: L'J GAR- AGE 







5ay And Window Seat In Living Hoom 




Mouse. -; 
237oo cu.ft.:;- 

ipo r c h E' 
600 Cu.Prf - 
Total BJ 
243oo Co.Ft.j-. 



Wyl^'f 



QE51QN FOlL A 5IX HOOM bUNGALOW 
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^3JaS 



TWO CUAOAING DE.5IGN5 "T"S 
j/br 

One. Flooh. Plan ^&^^'^S}>^. 





^TP^<J~D^ign ro ^ A Fivl ^- QQM Bungalow 



FCLENCW 

Cottage 



(sTyFt is ornamented not by frills but by fine 
df lines and balance of structural details. It 
is a true reflection of modern French arch- 
itzcturz m small homes, 





^ECOKP ftooS 



F-irepLace 




'IRST rtOOR- 



Dimensions 



5IZE OF MAIN BUILDING 28'oV22'o" SIZE OVER ALL 38'ox3l'o" 
CEILING HEIGHT 1ST. FLOOR 8b". CEILING HEIGHT 2ND. FLOOR yfe". 
CEILING HEIGHT BASEMENT 7fc>". 



^ { 



lr 



K 



c 






■J t>^ v ^tf ^ 




"^'^Vi'.'.x-;,^,^' 'CUBAGE.- 

" Mouse ieoso cu ft 
Porch eoo - - 
Total. i685o 



(~\ — r— ' twiAL. 16850 



— 





Dimensions 

5I2EOFMAIN BUILDING 3fi'oV26'o" 5IZE.OVER ALL 4l'o"x3l'o" 

CEILING HEIGHT 1ST FLOOR. <3'4" CEILING HEIGHT ZHD. FL. 7'lO M 

CEILING HEIGHT BASEMEMT 7b" 



DESIGN F0C1A5LVE NI lOOAA HOME. 
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Szcohd Floor. Plan 



TOTAL CUBIC 

CONTENTS 
23900 CU, FT. 



Dimensions 

5izeofMain Building 35'<S"x3o , «" Size over, a uu 39 , <Sx'33'o" 
Ceiling Height (St. Floor. <S'o" CE~»l . H'T. L»vinG Rco/w l6*o" 

CEILING HEIGHT 2ND. FLOOR. 7' fl" CEIL . H'T. BA-5E/VV ENT 7*0* 



OB. A Five. Q.oom Woml 



15 



HIV 



W/th 



Early Colon/aim 
/Features 




View In Kitchen 











A Colonial home, tuhere nothing has been 
^ slighted that may enhance the flavor 
of early American precedence. 





JJ : 



atf!Stf LA'^ 1 ^ mtchln fit ;jg . . 

OO X IOO Lj/ rt'aV. q'i" io'o" O 1 . 1 I r 



CYl 



Second Floor. Plan 

Dimensions ^ 

SIZE OFMAIN BUILDING 32'0 H x34'0'. SIZEOVER.ALL 33'oV35'o n . 
CEILING HEIGHT 1ST FLOOR g'A' . CEILING HEIGHT 2N0 FLOOR TQ>' . 

CEILING HEIGHT BASEMENT 7*0\ 




£5IGN rpQ, A ^IXj JQOM UoME. 
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7'-.;. •• '.:• '•-^••i^ *..<:•??'■•': a nd p L 




^TP%<1 Design roo_ A Qve. Room UQMLl>^Q:fe 



17 



Featuring 
An Attacued 
Garage. 




— - lu- 

^T^he demure charm inherent in the Colo- 
v> nial ^tyLe.and the cleverly combined 
qaraqz, makes this home pless/nd and at- 
tractive. 

Dimensions 

f,2£OFMAIW XL'ILD NO. ^C'oViiq'o". S>ZE. OVER AuL 35 Vx *46. 
CE'UNS HEIGHT... a'C. HEIGHT OF &A5E// £n'T.._7'0 . 



—^fSh' 




Cubage 

House. 
I 2^500 Co. ft. 
PoacM 
500 CU.FT. 
Garage 

2 8oO Cu.f-T 

i 296coCy.FT. 



ClNIMG NGOiC 



fJHEJS 




Dl^^PlATjyFtooArBU^E 







><if%^CI 0&5IGN roR-A riv^ toOM UOM^ 



Nome op FrzS*!CU 
Norman Period 

^rC^ts unique style is no less interesting than the 
zf splendid accommodations and equipment 
tuhich this home provides. 





QE51QN ro^A^i^ goo^Lk^ 




Or Dutcw 
Colonial Anclstfly 



he many advantages of the Dutch Colonial style 
for modern American home life are set forth 

in this home. The lart^e sun room is only one of 

many desirable features. 



Second floor. Plan 




FlKST rLOGf^PLAN 




Dimensions 

SIZE OF A\AIN B0JLDlNG....3O , o"X22'O". 

5I7E OVER- ALL AVo'xQ&O". 

CEILING HEIGHT 1ST. FLOOR- 8'S". 

CEILING HEIGHT 2HO FLOOd. Q'O". 

CEtLING HEIGHT BASE/WENT. 7'Ql. 




CudAGL. ■ 
House 17900 co.ft. 
Porcm 210 « - 
Total ifiuo - . •• . 






^>?Cf%<C! Ql^ign Foil A Six Loom Uoml L>^fe 



21 




£lHSS 



D£5IQN FOR A5IX ROOMMOME 



22 




..^..-x:d^- 



\ 4 *s*e?r> '* ,* 



DEMINI5CENT OF 
THE. ELNGLI5U 




>ffP^<l DESIGN TOR A3IX QOOM MOML 1>^I6^ 
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wammm 








£W»' ' -'- ^J^^^^'^0 rifWh ■-■•■■'y*' '■■-. <' l&Wfoto. ■ °- •■■..-A 

61 






SECOND 

PLOOP— 
pLAN 



f" I Pw5 T FL0OK_ 

■' Plan J. Plot 



Dimensions 

5126 OF MAIN BUILDING S^SV^A'G' 1 . 
SIZE OVERALL 4o'o"x38'S'.' 

CEILING HEIGHT 1ST FLOOR. . &' <5". 
CEILING HEIGHT LIVING PJDOM 2>'8' 
CEILING HEIGHT 2ND. FLOOR- 8'o'.' 
HEIGHT OP BASE/WENT 7'o" 



CUbAGh 
House ^ Gamge.. 30700 Cu Ft. 

Por.ch. - , 5oo " B . 

Total... .......31200 » ■, 




Vaulted Ceiling - Entjly 



0E.5IGN ro^A3E.VLlN R.OOM HOME. 
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TWO N^AT COTTAGES 

FOR 

One. Floor Plan 











"^•^ ""Colonial desi<£n known as Plan & . 

DIMENSIONS 

^ MVAria^fi' size OVER. ALL 29's"x4a'G", 



f LQPR. Pl_A.r 




DE.5IG N fOR A FIVE. DOOM bUNQALQW |^>^Q4> 






26 



rORtfl^ARROW LO" 







^-T^his English style bungalow has been designed 
tX for a typical city lot u>hioh is often not more 
than thirty feet in width. It also readily adapts 
itself to a cornzr Lot. 




CUBAGE 
House. 18500 Cu.Ft. 

POR.C-H Boo ' " 

TOTAU I9300 




FLOOP- PLAN 



Alternate design in Colonial Style iu«th bay in front sub- 
stituted for porch. This design known as Plan &. 

DIMENSIONS 

SIZE OF MAIN BUlLDlM<3..23 , 0"X-dO , M ....Sl2£ OVER. ALL . . 25'o"x5l to". 
CEILING U EIGHT... 8 l O u . HEIGHT OF BASEMENT. . . 7b". 



OE^ON^^ ATiyE. R-OOM SUNGALOW 



27 




T 



^^^l Individuality and Comfort-^ 





The exterior is encash in character. 
Ivzry element in the design is on<z of 
utility, and every clement of utility is __-_-^ST 
made for comfort and convenience. Z EET~ 



At Left — Breakfast 
Seat And Table 

In Kitchen 




Second Floor Plan 

DIMENSIONS 

SIZE OF MA.N BU.LD.NG 26'oV 24'0". SIZE OVERALL 3 6 bV 3 4b" P S^T £ J J i Vl^t ^ 
CEILING MEIGKT '1ST FLOOR BV-CElLIMG HEIGHT 2nd. floor 7',o"' /^ ~\^=^T " 



CEILING HEIGHT BASEMENT 7b". 



>njP^_<1 Design T oo~t%y 




New Lngland UoMLgiC— J 






■*■*. A 





Y ' xftf - { $, f™Y]WQ 



of pennsylvania 
Colonial Origin 

•y^hcre is a certain stability in this type of 
y^J architecture that does not depend 
wholly upon the materials used. 



The Larc^c Commodious Stairway 




POCCH 
2fe'o"x 6'o' 



Dimensions 

Size OF main building, / zg'o h x2A'o\ 

SIZE OVER ALL.. 2©'0"K34'0". 

CEILING HEIGHT 1ST. FLOOR. 8'G". 

CEILING HEIGHT 2ND. FLOOR. 8' O*. 

CEILING HEIGHT BASEMENT. 7'o". 



Cubic Contents 

HOUSE l7<SOO CU.FT. 

POR.CH I 2QO - 
TOTAL 18600 - - . 




F1R.ST Floor, Plan 



Second Floor. Plan 



>idh%< De-sign ron_A5ix Hoqm home. 
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Bookshelves And Fir^p>lach. 
In End OF Living &joo/^ 



FtLttNCN DE5IGN FqjOM 

Norman Pebjod 

Of^his substantial home ujiLL satisfy for years. It is equipped 
y^/ with all modern conveniences, and combines a balanced, 
well proportioned <zxtznor tuith an inside arrangement that 
is practical. 




DIMENSIONS 

5IZEOFMAIN BUI LOIN (3.. 27 Wx 33*0'! 

5iZE OVER. ALL 35'4. H x3S'<Z n . 

CEILING HEIGHT 1ST. FLOOR- 8'4". 

CEILING HEIGHT 2ND. FLOOR, Q'q*. 

CEILING HEIGHT BASEMENT J'O'. 



Cubic Contents 

House. 22150 cu.Ft. 
POR.CH 700 ■ ■ . 

TOTAL. 22850 » - . 




FiR^>T Floor- Plan 



Second Floor_Plan 



rff%<1 Or^J Q^J fOI^A^lX g_OOM UOML 



2JIA 



31 







olSi^i^AL ^ ^ QOM UQML '^ 3fe 
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&RJCK (COLONIAL 

wIlTH 

TWO FL0bFLPLAN5 




There ■•> a quiet dignity , a restful charm , a sobriety | I S "> 1 , JLemfM^vsk 
of atmosphere in the Colonial style of home V V j ' 



5LLE.PJNG PORCHl 
9V«9'm" 




cloI m 

T1 



Plan a 
2i4ooCu.Ft. 



LIVING R.OOM 



DINING ROOM 

ute'xisV 



Alternate. 
Floor Plan 6 



DIMENSIONS 

Plan A 



Size, ofmain building '-33'o M x334". 

5I2E OVER. ALL J_5S'o"X 370" """I " 

CEILING HEIGHT I Q' ' \" 

HElGMTOF Base,/v\e.nt ! \.i' o*_Z !" 




„.33'o"x4s'o 



fsJH^S 



.37'4V54'4" /f \>:Pla«4p LO t V '- V - & 

7-o"! U/~*> fc.- •••• . ;-^ky CWp-- l -->Y r> 



&UNGALOW DL5IQN Or £iyF^injgff^g 
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g|tp^rgO TivERr)OM Nome. 
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■■■■■■ 







X A Uome. With 

E.NGLI5H &A5LMLNT 





7 r h<z cjaracje is on the same - ■ 
floor Level as the dining room 
and kitchen and 15 connected to 
them by a hall . Living room and 
chambers are on the floor above. 



Total Cubage 

23780 
CU&IC FEET 

* 



Second Floor. Plan 



Dimensions 

SIZE OF MAIN BUILDING 24'gV4o'<S" SIZE OVE.Fi. ALL 3\'d'xA\'&'. 
CEILING HEIGHT IN BASEMENT LIVING ROOMSj$ GARAGE &'?>" 
CEILING H'T. 2ND. FLOOR. ROOMS 8'3". CEIL. HT. FURN ICE R.'M . 0'G'! 




t 1% ;. : Jfh 



• "^ 



m 



pp*'. 



P t ^.s-r F loor. Planj£ Plot •£ •.< 



>^%<CI QE51QN fOFL A riVE. R.OOM UOM LL !>^2feK 
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jgPgg T TRADITIONAL DUTCU^l^l 

~~ Colonial ~™~ 




^.^■-\ ' 






CU5A6E- 
House. i7i75 Cu.Ft. 
PoR.CH <S7Q CO. Ft. 

Tot a l i 7845 Cu. FT. 




fe^r HPhis type of home, uuhiLe providing cjen- 

" U erous rooms, permits threat economy 

— fj, in construction. It is a style of architect- 
ure that ujiLL always be in demand and 
ujjLL aluuays be appropriate for Amer- 
ican home Life- 









Second Floor. Plam 

0IMEN5ION5 

SIZE OF MAIN BUILDING 32"«9X2lb". -5IZE OVERALL 4 \'G" X 27'<S* 
CEILING HEIGHT 1ST. FLOOR S'A'. CEILING HEIGHT 2ND. FL00R_7'O. 
OEILING HEIGHT BASEMENT l'o". 




foLttocaaO^': 



3r • PIR.ST Floor. Plan 
I Plot 



Of 



#^ * w& 



><jj%<| Design rop^ A Six QjpoflA Wki^SMh^ 

38 




4g^gggKmO JiVL HOOM UOML L^gfl 








^^Jp^^ 



4lthouo;h this home has been designed alon£ _-_ 
.Italian Lines, it has been skillfully planned 
to meet American requirements. 



5ecokd Floor Plan 

Dimensions 

SIZE OF MAIN BUILDING 25 , oV29*G\ SIZE OVER- ALL ST'OVS^ 

CEILING HEIGHT 1ST. FLOOR. Sfe*! CEILING HEIGHT 2RO FLOOR. Stf 

CEILING HEIGHT 6ASEMENT j'cT. 




View In JC1TCHE.N 



*>^P^<1 Design Toil A Six Room Uome. 




(Cubic Comtents 

House. ■ 
19050 Co. Ft. 

GjAR-AG e_ 

2i€»o cu. Ft. 

TOTAL 
2121© C^-FT. 



^44a! 
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^Typical Cade. Cod^ 







7 0*fh\*> plan has through Lon<£ years, proved to 
f) fc/ be one of the most satisfactory yet devis- 
* ed for the small dwelling , - 








Second Floor. Plan 



DIMENSIONS 

SI2EOFMAIK BUILDING 32bx 2S'o". SIZE OVER ALL 42'€>'x35B" 

CEILIMS HEIGHT 1ST. FLOOR 8'A". CElLlKG HEIGHT 2NO FLOOR YQ>", 

CEILING HEIGHT B«5LMENT 7'0" 




The Fireplace 



^^i^^5X nyE- ROOM NOME. 



>^27aS 



■MMI 




A \\ON\t WlTU BASEMENT GACAQL -^ 




(53fh unusually attractive bungalow de- 
^X signed alonc^ the Ern^lish styLe 
of architecture. The two chambers 
are raised six steps above the main 
floor and the space below is utilized 
for a convenient Qara^e 



Cue>A6E.|\ 

£ House. £•■ . 

»97 50 1." 

CU. FT. ' 









Main Stair- And do o*Csh elves 

-1- 

0IMEN.5ION.5 

SIZE OF MAIN BUILDING 3^'SV3I'0". StZEOVER- ALL 4o'oV <4 1 "4". 
CEILING HEIGHT MAIN R^GAVS S'3". CEILING HEIGHTCHA*6ER,$&AW 86" 
CEILING HEIGHT BASEMENT 7'0". CEILING HEIGHT GARAGE BO' 





« • ft 
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tr.om 

Mediterranean 

ANCE5TR.Y 






CUBAGL 

UOUSE 
22IOO CuFT. 

Loggia 
700 Cu Ft. 
Total 
22&oo Cu.ft. 


".if/ -.-.■•:■.:- ■••:. 


y& 1 



he design presented here incor- 
porates much of th^Ncharrnpf the 
Spanish style. The lan£e itudio/living 
room is pleasingly executed, havind 
a Lofty beam ceitind arrd exposed 
rafters. / r 



jfe . "^ P »y. V--' ■•-"'At ^--L 'i 



^^ 




BR-ICK. CONSTR-UCTIOfi "" 

Alternate In Colonial Design Known As Plan 6 

DIMENSIONS 

SIZE OF MAIH BUILDING 38bV44 , 3" .SIZE OVER. ALL 39 , o"x45'o". 

CEILING HEIGHT...S'0". HEIGHT OF BASEMENT 7*0"" 

AVER.AGE, CEILING HEIGHT IN STUDIO LIVING ROOM..Vo'o" 



QE.51GN FOIL A flVE. £00M bUNQALOW >^45 
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Metainind the excellence of Dutch 
.Colonial architecture, and care- 
fuLLy planned with tarc|e rooms and " 
modern equipment . The attached 
glara^e makes this home most 
certainly complete- 



SECOND PLOOf^ PLAM 



Total 

CU&AGL. 

2<SOOO 
Cubic Feet 




FifLE place. And 6ook.Shei.ve3 

DIMENSIONS 

51ZEOFMAIH BUILOIMG -44bV27b". SIZE OVER. ALL- 45bV33"<S" 

CEILING HEIGHT (ST. FLOOR. 8'3\ CEILING HEIGHT "2ND FLOOR-7a" 

HEIGHT OF BASEMENT 7'o", 









F1R.5T Floor. Plan i Plot 






Design focLASix Room Nome. ^26a^ 




DESI GN Toil A Five. Room Home. ^ 
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Of EnqLish 
Tradition 

cr-f^hvrz as a skfllful achievement of cgrace and 
^J beauty -of coz/ness /n th/a sturdy ttttte home 







I ■ 



r 



1 L QA * Ag d X 





ELqtl 
American 

ubstanttai Looking with its chan 
of pleasing colon tat antiquity. 




The Dining Nook 



Cu||Bic Contents 

A'.AI N 5UILDING- 

22200 CU.PT. 
POQJCH ZS 600 I ■ 
TotUu 23000 » - 



First Floor Plan and Plot 

Dimensions 

5ir*CFMA!N ftL/ILOtNG 3l'eV33'€"- Si*E OVER ALL »JO H X3fe'o| 
CEIUNQ HEIGHT 1ST. FLOOP flS'-CEILlNG HEIGHT 2«D, FL- 7 '" 

Ceiling height baaememt 7'o n 




^^t Second Floor. Plan 




■MHBHMI 



MMMHHMMMI 



HH^^HHH 
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Spanish in character, it is a pleas- 
(Q) inc£ illustration of the excellent 
results that may be obtained in small 
house design by folLoujinc^ the cjener= 
al .style of early Spanish American 
architecture- ;.. ■•/ 



r 
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second Floor Plan 

Dimensions 



JriS %< » 5IZEOFMAIN6UILDING2 8'OX 303" S I Z E OV £ R ALL 33* O V32 "O" 
S*--" CEILING HEIGHT IST.FIOOR 8'3". CEILING HEIGHT 2ND. FLOOR 8'0". 

: ■ jj* C E I L) N G H E IGMT BA5EM EN T 7t>" 



/^CUBIC 

Contents ' 
House. 

20O00 Cu. FT. J 

Porch / 
800 Cu.Ft/ 

TOTAL- 

20800 

\CU.FT./ 



Mf;:^- : ■■.-■■- ••'.'■•'■••'•: :?» 

U^t^.'r.WT FLOOR PLAN AND PLOT ,;^ ^ 



A?* 





Spanish Fireplace. 




gy^nN^p QPTA -51X i^QQM UQAAH 
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3IZE. OF MAI W BUILDING 24'oV4SO . SIZE OVER. ALL 2e'e^5S'S. 
LIVING fLooM 3 DiNjuG fLootA 4- K-iTCHEH CEILING HEIGHT-5 •S'o". 
CEILING HEIGHT CHAMBERS 4 BATH S'o". CEIL.HT. GAR.AG E_ 3*0*. 
CEILING HEIGHT BASEMENT T'o". 



Cubic Contents 
Mouse 20550 Cu.Ft 
FbRjCH 630 <■ 
Total. 21 ISO ■ 



PlooRw Plan 
And Plot 













nJHSS 



Design Too- A nvE. Room Uome. 
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d^jq^ied foil 
Mailclow Lot 
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232-A 
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KITCHLN 



iDINING KOOIA 



"[LIVING K-OOM I 

la'oVisV 



TV'*- : \ \ 



vhe simplicity of the English exterior design is its 
*J) appeal. The floor plan is worth careful study by 
those who look for refinement and individuality in home 
plans. The rear of basement is utilized for a giaraq^e. 



At (Light 
Fireplace. 

And Sookcases 
In Living Room 



r£5& 



■^^K%S^ 
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DIMENSIONS 

SIZE OF MAIN BUILDING 22"6"x 52"Ot 
SIZE OVE*. ALL 24'S"X53 , 0" 

CEIL. WEIGHT VEST. ^ KITCHEN &'&'. 
CEIL.UT. LlV.^ DIN. P-OOMS I i'0". 

Ceil. h't. Balance OF (Looms 8'dl 

CEILING HEIGHT GAR-AGE 7*S? 
CEILING HEIGHT BASEMENT 70T 



"OH. A riVL ROOM bUNQALOW 



Total 

CU6AGE 

House 

J. 

<3aR-A<SE. 

I8SSO 
Cubic 

Feet. 



ACCURATE PLANS AR,E OF VITAL IMPORTANCE 
TO GOOD CONSTRUCTION 



Having a business interest as uxzll as a personal 
interest in the welfare of this community, and 
beinc^ aware of its particular needs, uxz recommend 
that our patrons secure carefully made, plans of hi£h 
merit for the construction of their homes. 

Correctly drawn plans are absolutely essen- 
tial to o^ood construction and permanency of homes. 
Waste, delay, poor construction and usually undesir- 
able homes are the result of poorly made plans. In 
the absence of a plan, mishaps occur uuith deadly 
certainty These discrepancies are usually expen- 
sive in money and destructive to appearance and 
comfort. Avoid waste and disappointment by actual- 
ly first building the house on paper, which is the on- 
ly .safe and economical method of procedure. For 
most people a home 15 a life- time investment, 
therefore they should secure the best possible 
plan to fit their needs. They cannot afford to 
takxz chances. 



©ur Design 5taf f is exceptionally complete. It 
represents many years of specialized expedience 
and 15 composed of architects, engineers and men 
trained in the estimating of structures. Our plans 
are checked thoroughly for accuracy and for econ- 
omic considerations. Our details are checked care- 
fully for accuracy,and for carefulness of arrangement 
and simplicity. 

Reversed plans: It is obvious that a plan de- 
signed for a lot facinc/cast will not dive the best 
exposure tuhen your Lot faces west. If you re- 
quire this chancre we ujiLL furnish you with an 
additional set of reversed blue print plans. Ask. 
us for full particulars. 

The workinc^ drawings as shown here are 
specimens which will illustrate the workman- 
ship and completeness of our drawine^s. Blue 
prints of each desicjn ar<z available for construct- 
ion work.. 



Our. Blue. Prjnt Plans Include. Tue Following Complete Drawings For. Eacw Design 

basement or Foundation Plan Front Fievation Rear Elevation 

F>rs r FLoor Plan Right Side Fie vat/on Sections and Detailed Draw/ids 

Second Floor Plan Lett 5icfe Flevation Framing Plans, Complete. 

Further Supplementary Details mil &e furnished, And Alterations Made If Desired. 







5PECIMEN OP WORJUNG PLANS 
Exact Copy Of Sheet 1 Of Drauuincp Reduced To 14 Of Actual Size. 
Alt Work.tn<£ Plans Are Drawn To Standard Scales. 
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ft* JP4CCD 2*_ 

W0 JH/#Gt£3 
4/i m £*POJU*.Z- 




2.4'-X>XlC. 



CQAOC 

0CCTION-&& 



- JG/VG 
t com: WALL 




~/Z/2" 

It ah Pouch 
Cob. nice. Detail 

f JCALL 



\LArrt 4PLA3rea 



Right Wall Naming 

>«* JCALL 





CHIMNEY 



i t 



JLE.AH LL1/ATI0M 



Design Or A 5ix Hoom Homl 

FOfL 



5H£tT 
2 



225-A 



Total 
3 



5PECIMEN OF WOPJUNG PLAN5 
Exact Copy Of Sheet 2 Of Drauj/ncp Reduced To M Of Actual Size. 
Alt Working Plans Are Drau/n To Standard Scales. 







SPECIMEN OF WOPJUNG PLAN5 
Fxxct Copy Of Sheet 3 Of Drauumcp frzduced To & Of Actual Size. 
AUWbrk.tn<£ Plans Are Drawn To Standard Scales. 
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